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Final Accreditation Decision Letter 


4/26/2017 

Director: Delhi E. Thweatt, Jr., M.D. 


Thank you for participating in this important quality assurance and patient safety process administered by the 
American Association for Accreditation of Ambulatory Surgery Facilities, The following report contains information 
relevant to the conclusion your recent accreditation survey process including your facility accreditation demographic 
information, accreditation decision, and recent survey history. 

Please note that AAAASF requires that all standards be met in order to achieve accreditation and that 100% 
compliance must be maintained at all times. AAAASF reserves the right to conduct additional surveys to validate the 
findings of previous surveys and to ensure continued compliance with standards. 

Attached you will find a report containing all of the deficiencies cited during the accreditation survey along with the 
corrective action plans submitted to AAAASF. The Final Accreditation Decision based on the findings and corrective 
action taken in response to your recent survey process is Full. 


Survey Details Below 


Survey: 16604 



Program; AAAASF Procedural 

Facility Number: 

4605 

DBA: 



Mailing: Hillcrest Womens Medical Center Harrisburg 

2709 North Frost Street 

Harrisburg, PA 17110 

Survey Type: 

Request Type: 

Full Accreditation Survey 

Re-Survey 

United States 

Survey Begin: 

5/27/2016 

Accreditation Decision: Full 

Survey End; 

5/27/2016 


Expiration Date: 

5/16/2018 

Plan of Correction Time Frame: 

Recertification Survey Information: 

Effective Date of Accreditation: 5/16/2016 

Follow-up Method: 



Facility: 4605 
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Final Accreditation Decision Letter 


4/26/2017 


Recent Survey History: 


Survey i 

iSurvey Description 

Survey Type 

Deficiencies .Corrected ' 

'Decision 

13963 

Full Accreditation Survey 

Re-Survey 

3 4/20/2016 , 

Full 1 


Facility: 

Hillcrest Women’s Medical 2709 North Front Street Harrisburg, PA 17110 United States 

Center - Harrisburg 


Sincerely, 

-TZJL^ 

Thomas S. Terranova, MA 
Director of Accreditation 


Facility: 4605 
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8/31/2015 


Final Accreditation Decision Letter 


Director: Joel Lebed D.O. 

Thank you for participating in this important quality assurance and patient safety process administered by the American 
Association for Accreditation of Ambulatory Surgery Facilities. The following report contains Information relevant to the 
conclusion your recent accreditation survey process Including your facility accreditation demographic Information, 
accreditation decision, and recent survey history. Please note that AAAASF requires that all standards be met In order to 
achieve accreditation and that 100% compliance must be maintained at all times. AAAASF reserves the right to conduct 
additional surveys to validate the findings of previous surveys and to ensure continued compliance with 
standards. 

Attached you will find a report containing all of the deficiencies cited during the accreditation survey along with the 
corrective action plans submitted to AAAASF. The Final Accreditation Decision based on the findings and corrective action 
taken In response to your recent survey process is Full. 


Survey Details Below 

Survey: 12108 

Program AAAASF Procedural 

DBA; . = 

Mailing: Planned Parenthood Southeastern Pennsylvania 

8 South Wayne Street 

West Chester, PA 19382 

United States 

Accreditation Decision: Full 

Plan of Correction Time Frame; 8/31/2015 

Recertification Survey Information; 

Effective Date of Accreditation; 7/5/2015 


Facility Number: 4656 


Survey Type: 
Request Type: 
Survey Begin: 
Survey End; 
E^tpiratlon Date: 


Full Accreditation Survey 

Re-Survey 

8/22/2015 

8/22/2015 

7/5/2018 


Follow-Up Method: Document Review 


Facility: 4656 
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ftug, j|. ^uiD 5:5irw 


No. IW P. 3 


a/31/2015 


Final Accreditation Oeasion Letter 


Recent Survey History: 

Survey Survey Description Survey Type Deficiencies 

12108 Full Accreditation Survey Re-Survey 2 


Facility: 

Planned Parenthood 8 South Wayne Street West Chester, PA 19382 

Southeastern Pennsylvania 


Sincerely, 



Thomas S. Terranova, MA 
Director of Accreditation 


Corrected Decision 

8/31/2015 Full 


United States 


Facility; 4656 
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8/12/2015 


Final Accreditation Decision Letter 


Director: James N. Anasti M.D. » 3 ;, 

Thank you for participating in this important quality assurance and patient safety process administered by the An^ica^! 
Association for Accreditation of Ambulatory Surgery Facilities. The following report contains information relevant"® the( 
conclusion your recent accreditation survey process including your facility accreditation demographic informatioi\^ ; 
accreditation decision, and recent survey history. Please note that AAAASF requires that all standards be met in orj^r tcC. 
achieve accreditation and that 100% compliance must be maintained at all times. AAAASF reserves the right to coStuct ^ 
additional surveys to validate the findings of previous surveys and to ensure continued compliance with ^ ; 

standards. tn J't': 

cn x 

Attached you will find a report containing all of the deficiencies cited during the accreditation survey along with the 
corrective action plans submitted to AAAASF. The Final Accreditation Decision based on the findings and corrective action 
taken in response to your recent survey process is Full. 


Survey Details Below 


Survey: 12104 

Program AAAASF Procedural 

Facility Number: 

4641 

DBA: 

Mailing: Planned Parenthood Keystone 

Survey Type: 

Full Accreditation Survey 

728 South Beaver Street 

Request Type: 

Re-Survey 

York, PA 17401 

Survey Begin: 

7/17/2015 

United States 

Survey End: 

7/17/2015 

Accreditation Decision: Full 

Expiration Date: 

7/20/2018 

Plan of Correction Time Frame: 8/4/2015 

Recertification Survey Information: 

Effective Date of Accreditation: 7/20/2015 

Follow-up Method: 

Document Review 


Facility: 4641 
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8/12/2G15 


Final Accreditation Decision Letter 


Recent Survey History: 

Survey Survey Description Survey Type Deficiencies 

.12104 _ Full Accreditation Survey Re-Survey 1 

Facility: 

Planned Parenthood 728 South Beaver Street York, PA 17403 

Keystone 


Sincerely, 

-T2JL_ 

Thomas S. Terranova, MA 
Director of Accreditation 


Corrected iDecision 

8/4/2015 iFull 


United States 


Facility: 4641 
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7/15/2015 


Final Accreditation Decision Letter 


CO 

r~n 


i 


& 


—f 

c; 


Director: James N. Anasti M.D, 

Associa^on for^^^cStion administered by the merm . 

conclusion your recent accreditation survew r>rn«7• ? ? following report contains information releva^to lie 

acc,.ditatio„dadsbn,aX«n“"ZwrnrpT™t 

achieve accreditation and that 100% comoliance must hJ^° * t requires that aii standards be met in order to 

additional surveys to validate the findings of nrevinnc « times. AAAASF reserves the right to conduct 

standards. ^ urveys and to ensure continued compliance with 

corrective action plans submittS to accreditation survey along with the 

taken in response to your reclnt action 


Survey Details Below 
Survey: 12105 
Program AAAASF Procedural 
DBA; 

Mailing: Planned Parenthood Keystone 
610 Louis Drive 2nd Floor 
Warminster, PA 18974 
United States 

Accreditation Decision: Full 


Plan of Correction Time Frame: 

Recertification Survey Information: 

Effective Date of Accreditation: 7/30/2015 


Facility Number: 

4647 

Survey Type: 

Full Accreditation Survey 

Request Type: 

Re-Survey 

Survey Begin: 

7/8/2015 

Survey End: 

7/8/2015 

Expiration Date: 

7/30/2018 

Follow-up Method; 



Facility: 4647 
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7/15/2015 


Final Accreditation Decision Letter 


Recent Survey History.’ 


Survey 

3821 

•12105 


Survey Description 
Full Accreditation Survey 
Full Accreditation Survey 


Survey Type 

Initiai 

Re-Survey 


Facility: 


Deficiencies 

0 

:'0 . 


Corrected jDecision 
IfuII 
■jFuil’ 


Planned Parenthood 
Keystone 


610 Louis Drive 2nd Floor Warminster, PA 18974 


United States 


Sincerely, 

-T2JL_^ 

Thomas S. Terranova, MA 
Director of Accreditation 


Facility: 4647 
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9/4/2015 


Finai Accreditation Decision Letter 


I 


Director: James N. Anasti M.D. 


CM 

CM 


Thank you for participating in this important quality assurance and patient safety process administered by the American* 
Association for Accreditation of Ambulatory Surgery Facilities. The following report contains information relevant to the 
conclusion your recent accreditation survey process including your facility accreditation demographic information, 
accreditation decision, and recent survey history. Please note that AAAASF requires that all standards be met In order to 
achieve accreditation and that 100% compliance must be maintained at all times. AAAASF reserves the right to conduct 
additional surveys to validate the findings of previous surveys and to ensure continued compliance with 
standards. 


Attached you wilt find a report containing all of the deficiencies cited during the accreditation survey along with the 
corrective action plans submitted to AAAASF, The Final Accreditation Decision based on the findings and corrective action 
taken in response to your recent survey process is Full. 


Survey Details Below 
Survey: 12131 
Program AAAASF Procedural 
DBA: 

Mailing: Planned Parenthood Keystone 
48 South 4th Street 
Reading, PA 19605 
United States 

Accreditation Decision: Full 

Plan of Correction Time Frame: 8/18/2015 

Recertification Survey Information: 

Effective Date of Accreditation: 7/30/2015 


Facility Number: 4648 


Survey Type: 
Request Type: 
Survey Begin: 
Survey End; 
Expiration Date; 


Full Accreditation Survey 

Re-Survey 

7/6/2015 

7/6/2015 

7/30/2018 


Follow-up Method: Document Review 


Facility: 4648 
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9/4/2015 


Final Accreditation Decision Letter 


Recent Survey History: 

Survey Survey Description 

12131 Full Accreditation Survey 

Survey Type 
Re-Survey 

Deficiencies 

8 

Corrected 

8/18/2015 

iDecision 

Tull 

Facility: 





Planned Parenthood 48 South 4th Street 

Keystone 

Reading, PA 19605 

United States 


Sincerely, 

'12-JL^ 

Thomas S. Terranova, MA 
Director of Accreditation 


Facility: 4648 
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7/14/2014 


Final Accreditation Decision Letter 


Director: James N Anasti MO 

Thank you for participating in this important quality assurance and patient safety process administered by the American 
Association for Accreditation of Ambulatory Surgery Facilities. The following report contains information relevant to the 
conclusion your recent accreditation survey process including your facility accreditation demographic information, 
accreditation decision, and recent survey history. Please note that AAAASF requires that ali standards be met in order to 
achieve accreditation and that 100% compliance must be maintained at all times. AAAASF reserves the right to conduct 
additional surveys to validate the findings of previous surveys and to ensure continued compliance with 
standards. 

Attached you will find a report containing all of the deficiencies cited during the accreditation survey along with the 
corrective action plans submitted to AAAASF. The Final Accreditation Decision based on the findings and corrective action 
taken in response to your recent survey process is Full. 


Survey Details Below 
Survey: 9039 


Program 

Facility Number: 

4649 

DBA: 



Mailing: Planned Parenthood of Northeast Mid-Pen & Bucks Co 

Survey Type: 

Full Accreditation Survey 

29 North 9th Street 

Request Type: 

Re-Survey 

Allentown, PA 18101 

Survey Begin: 

7/2/2014 

United States 

Survey End: 

7/2/2014 

Accreditation Decision: Full 

Expiration Date: 

7/30/2015 


Follow-up Method: 



Plan of Correction Time Frame: 

Recertification Survey Information; 

Effective Date of Accreditation: 7/30/2014 


Facility: 4649 
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7/14/2014 


Final Accreditation Decision Letter 


Recent Survey History: 

Survey Survey Description Survey Type 

3822 Full Accreditation Survey Initial 

Deficiencies 

Corrected Decision 

Full 

Facility: 



Planned Parenthood 29 North 9th Street 

Keystone 

Allentown, PA 18101 

United States 


Sincerely, 

-72JL-. 

Thomas S. Terranova, MA 
Director of Accreditation 


Facility: 4649 
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Final Accreditation Decision Letter 


12/11/2015 

SB 

Director: Charles Benjamin, D.O. cd 

Thank you for participating in this important quality assurance and patient safety process administered by ti^ 
American Association for Accreditation of Ambulatory Surgery Facilities. The following report contains information^ 
relevant to the conclusion your recent accreditation survey process including your facility accreditation den^raf^ic 
information, accreditation decision, and recent survey history. o'- 

Please note that AAAASF requires that all standards be met in order to achieve accreditation and that 1009^ g. 
compiiance must be maintained at all times. AAAASF reserves the right to conduct additional surveys to va¥date.^e 
findings of previous surveys and to ensure continued compliance with standards. 

Attached you will find a report containing ail of the deficiencies cited during the accreditation survey along with the 
corrective action plans submitted to AAAASF. The Final Accreditation Decision based on the findings and corrective 
action taken in response to your recent survey process is Full. 


Survey Details Below 
Survey: 13645 
Program: AAAASF Surgical 
DBA: 

Mailing: Berger and Benjamin LLP 

1335 W Tabor Road Ste 201-203 
Philadelphia, PA 19141 
United States 

Accreditation Decision: Full 


Plan of Correction Time Frame: 

Recertification Survey Information: 

Effective Date of Accreditation: 12/6/2015 


Facility Number: 4819 


Survey Type: 
Request Type: 
Survey Begin: 
Survey End: 
Expiration Date: 
Follow-up Method: 


Full Accreditation Survey 
Re-Survey 
11/17/2015 
11/17/2015 
12/6/2018 


Facility: 4819 
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Final Accreditation Decision Letter 


12/11/2015 


Recent Survey History: 


Survey 

{Survey Description 

Survey Type 

iDeficiencies 

Corrected 

Decision » 

13645 

Full Accreditation Survey 

Re-Survey 

0 


Full 

J___ 


Facility: 

Berger and Benjamin LLP 1335 W Tabor Road Ste 201- Philadelphia, PA 19141 United States 

203 


Sincerely, 

Thomas S. Terranova, MA 
Director of Accreditation 


Facility: 4819 
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